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Reference is made to my May 25, 1977, memo 
on the above subject which deals with preparing a 
Merit prototype product containing no "synthetics" 
and no "nature identical” materials. 
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Mr. Holtzman has advised that to support 
such a claim all processed tobaccos such as RL, RCB, 
ET, and ES would have to be eliminated from the blend. 
We could only use lamina similar to what is claimed 
by L&M Plavor Lights. These restrictions are so 
severe I feel it would be impractical to^develop the 
prototype in question. If this is not correct., I 
would be pleased to hear comments from those on the 
distribution. • - •«, 


! i. K^:- 


:^v: r vV 


'■ v V.i 


>:**■. <♦' V-v-V; 


Mr. Holtzman did say that all the materials 
mentioned in my May 25, 1977, memo can be used if we 
were to make a claim similar to the Real claim, i.e., 
"nothing artificial added." 
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■ Attachment 


Distribution ^ t _ 

Mr. W. W. McDowell (with attachment) 
Mr. F. E. Resnik (with attachment) .. 
Mr. A. J. Bissmeyer (with attachment) 
Dr. W. F. Gannon (with-attachment) 

Mr. F. L. Daylor^with attachment) 
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cc: Mr. A. Holtzman (without attachment) 
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